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a LAST CORONA - Schedule as of 16 Apr _ 1969 


The last J-3 was tentatively scheduled for launch in May 1971 
To reorder addtl systems re;quired 18 mos. for Itek camera 
system; Thor/A d_a two-year 
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\ Consideration was being given in OSP to asking for the 
\ roduction of 2 or 3 additional CORONA systems (J-3 


16 Apr 69, JNMcM to DDS&T 
Sub: ESt Cost of addtl COR Payloads 
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NRO review(s) completed. 
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